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The warm weather following 
the rai ii9 of last week is making 
young corn irrow very rapidly. 
Tin' "«t crop is also growing fast 
and the meadows were never bet- I 
ter. (irazing is al*o tine. The 
farmer has every reason to he 
thankful from the point of grow- 
ing crops. Hut the declining 
price for live stock, poultry and 
dairy products, is somewhat die- 
ooaregieg BtpwIpWy > s this true 
10 (he face of the fact that his 
farming utensils are not dropping 
in price rlt getting scarcer and 
higher all the time. 

Yes, if He Misses it. 

The Republican! seem to l>e 
having troubles of their own in 
their big Presidential convention 
at Chicago. Proctor, of the big 
Proctor tV (iamble Soap Campa 
ny openly gave Wood half million 
dollars a few days before the con- 
rentioc met to help him secure 
the nomination. It will take 
«|uite a deal of Ivory, Lenox and 
P. A G. Naptha KMP to pay this 
bill if Proctor*! Presidential 
Wood misses the White House. 

Going to Ravenna 

Mr. (J. Back worth, general 
manager of the Day Lumber iV. 
Cal Company, has purchased the 

store building and complete stock 
of poods of Emtnett Stout & Com 
pany at Ravenna, and will take 
charge July 15th. We regret very 
much to lose Mr. Hackworth and 
his splendid family, hut recom- 
mend them to the good people of 
K ■ivenna. 



Receives Four New Machines 

The (May Oflf Motors Cnmpa- 
ay received four new Chevrolet 
automobiles the past week. One 
of them wkb sold and delivered to 
Edwin KOM, last week, and one 
to A. P. Johnson tins week. The 
Company intends to keep a ma- 
chine or two always in stock so 
that customers can come in any 
day and drive home in one of the 
beat little cars made. 

Look After Sorghum Crop 

Farmers should give special at- 
tontiofl to the sorghum crop this 
year as means of saving the sug- 
ar supply which of late has be 
•nine a very close proposit ion . 

Sometimes jron can get soger at 

tx very high pine ind sometimes 
vou can't. A bumper crop of 
torthnm will help very m uch. 

Now Improving 

Matt Anderson, | h a ROI baoa 
-uttering the past two weeks 

i row i broken limb, took much 
wor^e Sunday and a»M taken to 
the Olark Ooanry Hospital Mou 

day mi the early train. His lep 
h id to he amputated. He i- BO« 
doing nicely. 

A Busy Man 

(lite of the busiest men just 
AO \ is J . R. S: one, i he painter. 
I'hev keep him, busy every day. 
And the worst of it a'l is they 
have him tied on in the eastern 
portion of the county. He is now 
doiiix a lame p. I) tor Martin 
Ford, at SUde. 

I loin K W. 4Vaajg>. iB ,j 
1 Iwia H ■>-•• Jr . motored tu Win 

.1.. .ter Monday, 



Whereas the Sun Shines 

Through the operation of Na- 
ture's own course we have quite 
solid roads just now— which we 
mav enjoy until ii rains again. 

We every day are asked when 
will the work on our roads be re- 
sumed. We of course do not 
know, the whole matter is up to 
the State authorities. We op- 
posed this method after we saw 
how defective was the State's op- 
eration but the people want State 
and Federal aid which so far 
means that the CO * K g has noth- 
ing to do but pay the bills. 

A Heated Race 

Over In the Twenty third Ju- 
dicial district, Sam Hurst, of 
Heatfyvillc, and W. L. Hash, of 
Jackson, are having a heated race 
for the short term of Circuit 
In I.e. W. L Kash is a brother 
to Kelly Kash, Commonwealth's 
Attorney, and also I brother to 
K. K. Rash, Railroad Commi- 
sioner. Hurst thinks this is 
enough offices for the Hash's and 
and asks the support of all fair 
Republicans for the nomination 
of his party. 

nign rncea oprwgers 

Spring chickens are bringing 
fifty cents a pound in Clay City. 
Geo. S. Ware is paying this 
piice. This seems uureason.tbh 
high, hut counting the feed it 
takes to raise them, at even this 
high price, the farm hostess does 
not realize fifty cents a day of 
ten boon time for her labor, and 
they should bring more. How 
ever, we know Mr. Ware is pay- 
ing tOOtj! c ut he can afford to 
for the tasty fryers. 



The Pesky Fly 

Just now is the beginning of 
the pestiferous fly. His numbers 
will increase from week to week 
uniil he will become most un- 
bearable. Now is the time to 
war apaiust his breed. One kill- 
ed now equals a thousand killed 
a little later, they tell us. At 
any rate June is l good time to 
take a few moments of! thojkiOf 
dayi and Derpetrate murder on 
this tormenting winced plague. 



More Improved Walks 

The lied River Hotel is get- 
ting a nice concrete Walk in 
front of their property. This 
will make considerable of this 
improved walk on the square in 
which the Times office is located. 
We hope to see more of these 
walks in our town, and, incident, 
ally, would very much like to 
see more lysines- in our tow n Hi 
w II ■ .red for as the famous old 
Had lift! Hostelry. 

tjeo S Ware his sent his 
truck to Mf. Sterling two daya 

tins a cck and brought Ii let ao 

the relief of the sweltering pub- 
lie. 



NOTICE 

All members of the I <>. O. F., 
No. |71, are requested to be 
preset)! Saturday June l.'th at a 
regular meeting of .aid Lodge M 
there will In several candidates 
to take i he degree*. 

Refreshments will be served on 
the side. 

<;. W Kirk, N 



School Notes 

The county examination for 
teachers will be held at Stanton 
on June IS and 19 for both conn 
ty and State certificates. 

The Powell County Board of 
Kducatiou designated July Sttl 
as the day on which all the ru- 
ral schoos shall begin, excepting 
those schools whose teachers will 
be iu attendance at some sum- 
mer school. Those schools shall 
begin as soon as summer schools 
close. 

Everett RamMI, a teacher of 
this county, has been appointed 
as county attendance officer. It 
will be his expressed dutv to see 
that the compulsory school laws 
are enforced in Powell county. 
The age of compulsory attend 
ance being fixed at from 7 to 16 
years inclusive by the last legis- 
lature. 

The Stanton Graded School is 
planning tO erect a new building 
and the people are voting bonds 
for that purpose. The County 
Board of Education is contract* 
inp with the graded hoard to 
complete a buildinp large enough 
for a regular county high school, 
to take care of the rural eighth 
grade graduates which are enti- 
tled to such training. 

The Summer School of Six 
Weeks will begin at Eastern 
State Normal School, Richmond, 
Ky. on June 15, and also will Be- 
rea Summer School begin about 
that time. All the teachera of 
the county are urged to attend 
one or the tit her of these schools, 
because the new certificate laws 
demand such training by 1022, 
also for the great benefit derived. 

To Seu The Hup 

Hardwick & Company, the 
live awake Stanton merchants, 
have change in their advertise 
ineiit this week. One of the 
main features is the announce- 
ment that they are selling the 
Bapmobile in this county. 

The price of this splendid ma 
chine is $l,8Mk Those wanting 
a nifty outfit worth every cent 
• if the cost should investigate 
the merit, ol this sturdy, endur 
ing machine when they call at 
the Hardwick store for their sup- 
plies. 

Getting Ready to Saw 

UeorgC B. Leech is setting his 
saw mill on the Crabtree place 
and will soon be ready for saw- 
ing. Mr. Crabtree has tjuite a 
lot of timber to be sawed, besides 
what the neighbors will haul to 
this mill dun up the setting there. 

G. Hack worth, WOO goes to 
Ravenna July 15 where he pur- 
chased a large atore, resigned as 
member of the town board of 
trustees at their meeting Friday 
night. Mr. Hackworth is a very 
useful man in the town and we 
are loth to give him up and his 
good wife from our town. 

Miss iernieg Berry, who has 
made her home* with her sister, 
Mrs. 11 B. 1'herigo, the past sev- 
eral years, leaves Friday for 
Charleston, S C Mj-» Berry 
has accepted a position and will 
make her home with a sister 
there. 



J. P. Hopkins, of Winchester, 
is in town to day. 

Mr. and Mrs. A. T. Whitt are 
visiting in Culver, Ind. 

Mrs. Mariah Hose visited 
friends in Winchester Tuesday. 

Earl McKinney grid Franklin 
Smith were visitors in Cincinnati 
Monday. 

Mrs. Sarah Eaton, of Winchc- 
ter, is visiting old friends here 
this week. 

Miss Clyde Clemmons, of Wal 
tersville, is visiting her *i6ter, 
Mrs. Stepp, at Ravenna. 

Mr. O. Hackworth and family 
motored to Irvine Monday via- 
Winchester and Richmond. 

Mr. and Mrs. Steve Stepp, of 
B ifOMt, spent a few days with 
friends at Waltersvill last week. 

Mrs. A. Tipton, of Danville, is 
spending a few days with her sis. 
ter, Mrs. Watson, near the city. 

Joe King visited his sister, 
Mrs. Frances Burton, at Win- 
c be a U r Sunday and fotfl 1 her in 
bad health. 

Mr. and Mrs. Oscar Woolery 
have recovered from the poison 
they received a few days ago in 
the buttermilk. 

John Kirk left Tuesday for 
Martinsville, Ind., to receive 
treatment at the famous springs 
there for rheumatism. 

Mr. and Mrs. Win. Johnson 
and Mr. and Mrs. C. Hackworth 
visited Mr. and Mrs. W. T. 
Bunch near W inchester Sunday. 

Miss Etta Bowman and Miss 
Nellie Ware have returned from 
Boron College, where they have 
been attending school since last 
September. 

Mrs. Ann French returned home 
Saturday after a ten days' must 
pleasant visit with Mrs. <l I) 
Hieronyinus and Mrs. Sylvia W. 

Rnaaell at St. Helens. 

Mr. and Mrs. Oolaoa Black 
burn and son, Colson Jr., of Lex- 
ington, motored here Monday to 
visit Mrs. Blackburn's parents. 
Mr. and Mrs. C. Shimfessel. 

Mrs. Will Moore and children, 
ofSardis, Miss., are here to be 
with Mrs. Moore's sister, Mrs. 
Matt Anderson, during the un- 
fortunate illness of Mr. Ander- 
son. 

Mr. and Mrs. W. I). Homer, of 
Danville, and Mr. and Mrs. Win, 
( i. Mi se- ( uf Day ton. ( Milo, are 
here on visit to Mesdames Horn 
er's and Moses,' mother, Mrs. Li I 
lie Belle Watson. 

Miss Pearl Newell has return- 
ed after au extended visit 
with her brother, James Newell, 
at Danville. M,s, Newell has 
basja under treatment for her 
eyes for several months and suf 
fered the lose of one. 

Mrs. Sylvia W. Russell and Mian 
Gladys Hyden, of St. Helens, 
spent the week end with friends 
and relatives here. They left 
Wednesday morning to\i-it the 
famous Naz*reth school near 
Louisville and frierds iu Lexing 



STANTON. 

Chester Bakor was in town Sat 

urday. 

John Ashley, Winchester, was 
II aftl Saturday. 

C V. Spencer, Winchester, was 
here Monday on business. 

Austin Faulkner, Slade, was 

here Saturday on business. 

Mrs Maud Shackelford Bar- 
wick, is visiting relatives here. 

Miss Sallie Creacy visited Mrs. 
Dennis Spencer at Nada Satur- 
day. 

Kern Creacy has gone to Nad i 
where he has accepted a posi- 
tion. 

Mr. and Mrs. Chester Stamper 
sjent Sunday with Mr. and Mrs. 
M. Stamper. 

Miss Pauline Davis, Lexing- 
t< a, is visiting her grandmother, 
Mrs. A. H. Norton. 

Mrs. Marion Welch and chil- 
dren, Rosslyn, are visiting Mr. 
and Mrs. Luther Stephens. 

Harry Russell, Clay City, and 
Corey Hieronynius, St. Helens, 
were here Tuesday on business. 

Misses Mina and Sudie Conlee 
and Zula Martin, Rosslyn, were 
visitors here Tuesday afternoon. 

Miss Henrietta Howell a n d 
Miss Berclay, Mt. Sterling, are 
visiting Miss Katherine Howell. 

Mrs. Ruperd Derickson and 
children, Rosslyn, were guests of 
Mr. and Mrs. Robert Ewen Sun- 
day. 

Mr. aud Mrs. O. C. Atkinson, 
Mrs. W. J. Raybould and Ifiag 
Nancy Ewen were in Lexington 
Monday. 

Thomas Coons and Mr. King 
were here Tuesday in the interest 
of the State Mutual Life Insur 

ance Company. 

Mr. and Mrs. William Hard 
eiok have returned home after I 
afcotl visit with their daughter, 
Mrs. E Cowgill, Lexington. 

Mr. and Mrs. Robt. Black- 
burn, Lexington, and graud- 
deoffeter, Anna Jean, Winches- 
ter, were visitors here Tuesday. 

Mr. and Mrs. J. B. Treadway 
and two children, of Torrent, are 
visiting at the home of Mrs. Mary 
E. Willi. mis. Mr. Treadway will 
go from thereto Crundon, Wise, 
to visit his sister. 



Dr. Shirley Dead 

Dr. [, A. Shirley died of hear:, 
trouble in Winchester Saturday 
morning, aged seventy. one years. 
Dr. Shirley is well known in this 
county, where he managed the 
noted hook worm campaign ttv* 
years ago. 

Prof. V A. Ranson, former 
Principal of the Clay City Crad- 
ed School, who has been located 
the past two years at Hodgeu- 
ville, has, to-ether with his fam- 
ily, gone to New Concord, Ohio, 
to reside. 



Mrs. T. (J. White and youu^ 
son, Robert Cebriel, returnel 
Thursday from Lexington. - 

Jesse La.isoo, of Middlefown, 
< Huo, is here on a vmit to bil 
brother, the Rev S V. Lanson. 



MiM Un Kwen, of Bowen, via 
lied relatifea here I u.-<h\ 

John Morton ?i*ited Ml enter, 
Rlr« (ieorjrean Daniel, at Nada 
hvtturday night. 

Mr. and Mm. Kupert Deri( k- 
M.n and children were visitors in 
Wanton Sunday, 

Mr. and Mrs. Alvin Martin 
were viaiton of Mr. and Mrs. Mit 
0M ningfleld Sunday. 

John Wright and little son, 
l.onnie, were in Bowen Momhiy 
attending to business. 

Little Miss Nellie Powell Is 
very sick at this writing. We all 
wish for her a speedy recovery. 

Miss N ina Bennintfield return- 
ed this week nffer a few weeks' 
visit with her sister, Mrs. Daniel, 
< n Hardwick'a Creek. 

Joe Neal and Henry Uonlee, of 
this place, were in Filson Satur- 
day night and Sunday at the 
home of the latter"* uncle there. 

Miswei. Maude Beuuingtield Zn- 
la Martin, Mina CVnlee and Mr. 
Will Kwen were visitors of Mrs. 
BfcelbjT Wills on Cane Creek Sun- 
day. 

There will be an ice cream 
hupper at Bowen church house 
Saturday night, June 19. Every 
body invited to attend. The mon- 
•| will he used for the benefit of 
the church. 

Mr. and Mra. Matt Benning- 
iield, Mr. and Mrs. Jas. F. Mar- 
tin and son, Roy, Mr. and Mrs. 
(ieorge Martin and children were 
visitors of Mr. and Mrs H. T. 
Kwen Sunday. 

There was a mud dog seen 
passing through our community 
Saturday. The dog had a fit at a 
neighbor's home, but the man 
had no gun to kill if so the dog 
escaped and hasn't yet been 
killed. 



rear of 
wild 



hst pushed back on th<? 
hi- pate yelling u Bs»ilS 
man from Borneo " 

VAUOHN S MILL. 



The gospel meetings continue 
right on at Todd's Chapel, and 
will hold over until after next 
Sunday. 

A. I*. Bush is spending several 
days with Mr. and Mrs. Morgan 
M< Kinney and other relatives at 
Winchester. 

{ KlbridgeF. Harris left Mon 
day for a few dajs' visit with 
his mother and other relatives in 
Madison county 

Mr and Mrs. (J. W. Bttill nnd 
sons, Clwle and Lindsey, spent 
Sntunlitv ni^bt and Sunday with 
.Inn. W. Mize and fan il v 

There will he preaching next 
Sunday at both local churchc- b] 
their pastora. Mofbodift, K<v 
L. T. Allison, at 11 a. in ; Qbrll 
tiau, Hev. H. F. Hall, at 8 p. m. 
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GENET 

I Mfi of all kind looking fine. 

Fruit crops look unusually fine. 
The trees will have to be prop 
ped for they cau not stand the 
weight. Peach trees especially. 

We have been yelling for 
borne kind of road improve- 
ment for a long time but it 
heems that the powers that he 
have stuffed wool into their ears 
and can't hear us. We will say 
that something has gone with the 
wool, there "haiut none." Nor 
any roads either. 

Prohibition ageut, McFurland 
says ''all the old whisky toper- 
will have to die off before moon- 
inning will atop." Well, 4, Mack," 
while that may be true, more or 
less, how about the young intu- 
hood who is "ji.t iu the bios 
sums" Do% of which will mix 
cinnamon "draps" with jamaica 
ginger aud peppermint aud drink 
it, then pop a cigarette into bis 
mouth aud m> to church with bit 



School Property For Sale 

The Board of Trustees of the 
Stanton Graded Common School 
District having decided to crer.t 
a more suitable School building 
for said District on a more desir- 
able location, will oiler for sale 
to the highest and hest bidder at 
the door of the (Ho Stanton 
Graded School huilding in Stan 
ton on the 21st day of June, 1920, 
at 1 P. M. the said building and 
the lots upon « hich it is situated 

TERMS OF SALE: The pur 
chaser will be required to pay 
cash iu hand or he may execute 
his bond for a period of six 
months to the Board of Trustees 
for his bid, which bond must be 
Bigned by surety approved by the 
members of the Board and shall 
bear interest at the rate of (1%, 
said bond to have the force and 
effect of a Replevin Bond. 

C. A. Coulee, .Chairman of the 
Board of Trustees for the Stan 
ton (iarded Common School Dis- 
trict, Win Htrdwick, Secretary 
of the Board of Trustees for the 
Stanton Graded Common School 
District. 



Saw Mill For Sale 

With three circular saws and 
cut on" saws. Saws just as good 
and true as ever, but needs some 
wood work. Also good old Garr- 
S>ott boiler and splendid ten 
II. P. engine with automatic 
governor. A lot of tools, pipe 
etc. This mill saves expense oj 
one man in block settinn. 
J. W.Mize, 

Vaughn's Mill, Ky. 

See the new solid cotton mat- 
tresses and new brass beds at 
Mrs. Fannie W. Williams'. 



CHEVROLET 




Below we call your attention to a few advantages of 
the Chevrolet. Don't forget these when con- 
sidering buying a 



l>t. It has a valve in -head motor with a 
rating; oi Ifl h. p. which is sufficient 
power to take you anywhere, yet very 
economical in the use of fuel. The 
valve -in -head motor produces _'"'< 
more power than the usual L-head type. 
This statement is hacked by the Society 
of Automotive Kiitfineers. 

-iid." It lias a complete starting, lighting 
and ignition system which doesn't give 
trouble, and which has been successful 
ly used for several years. 

3rd. It has a force feed oil system with a 
piessurc (ague on the dash s<> the driver 
is always able to know whether his mot- 
or is getting oil. 

4th. It has a selective type transmission 
with .\ speeds forward which enahles you 
to climb most any hill without using 
low gear. 

5th. It has demountable rims all around 
w i ill an extra rim and carrier in the rear. 
This means you can carry an extra tire 
all Mown up ready for change in ahout 
one fifth the usual time. 



6th. It has the honeycomb radiator with a 
water pump to insure positive circttls 
tion, and which will keep your moloi 
cool, eliminating overheating and big 
repair bills. 

7th. A door is provided next to thcdiiwi 
so it isn't necessary to disturb other oc- 
cupants of the car to get in and out. 

Ith, The Chevrolet uses the Zenith car 
buretcr as standard equipment. This is 
recognized as the best carbureter made 
and is the kind used on the famous Ub 
erty airplane motor. 

9th. A Stewart speedometer is put on 
every Chevrolet car. In addition U> 
keeping you accurately informed at all 
times of the speed you arc making, it 
keeps a record of the distance covered 
and you are thus enabled to check your 
tire, oil and gasoline mileage 

loth. This car has a smooth, velvet] M 
tion found in no other. There is a no- 
ticeable Bbae&CC of vibration at any 
speed. Kveryotie can appreciate this 
feature, even the car itself will give you 
a longer period of service bv being so 
built. 



There are many other advantages which we are willing and ready to ex- 
plain. We can prove all our claims, you don't have to take our 
word. The price, which we haven't mentioned yet, will 
impress you most of all. Let's talk it over. 

For Sale in Clay City and Powell County by 

CLAY CITY MOTORS CO. 
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For ( loixl Barbering Try 

A. P. Johnson 

Located at the OM Maud 

Shampooing and Scalp Treatment 



Why Leave Powell County 
For Insurance Protection? 

Any thing in Line of 

Fire, Hail, Tornado, and Windstorm 
Insurance. 

LIFE INSURANCE, and in (act any Special Protection 
Risks suy be obtained from Local Agent 

MARION ATKINSON, 



STANTON. 



KENTUCKY. 



Dr. J. W. Weber 
CHIROPODIST 

FOOT 

SPECIALIST 



All troubles of the 

FEET 

Removed without 
the use of a knife 



Office: 



The Day Lumber & Uotl Coin 
pauy is dismantling one of then 
large Lumber Sheds, and have 
for sale about 150,000 feet of one 
inch sheeting and dimension 
stock at h very low price. If you 
■ re contemplating doing any 
buildnm it will pay you to eee ■! 
before placing your order. 

Just received another lot of 
Ladies' and i-hildrens' bats. Gall 
ml see them. Mra. Williams. 



Professional 

BUSH HOSPITAL 



24 S. Maple St.. Winchester. Ky 

Founded 1916 
Phyiician in Attendance at all Ti 
Day and Night 
Competent Nur* 

DR. W. A. BUSH 

Office at Hospital 



REAL ESTATE j 

I put You in Direct Touch with the Fellow who has 

What You WAN T, and Want. What You Have. 
If We Have Your Business Now. We Appreciate 
It. If Not. We Want It. 



Colonial Bldg., 

Winchester. : Ky. 



GEO. E. MOTCH, 

WINCHESTER , KENTUCKY. 

50 South Main Street Phone SIS. 



' • J' 1 



This Bank Wants 
New Accounts 

On the Basis of Efficient Service. Absolute 
Safety and Unbroken Record of more 
than Thirty Yuri of Conservative and 
Successful management 



Capital, - - $ 25,000.00 
Surplus and Profits, 25,000.00 
Deposits, . . 500,000.00 



[I Clay City National 



Clay City, 




Bank, 



Kentucky. 



Established 1889. 

Three Per Cent. Interest Paid on Time 
Deposits. 



SLADE. 

Uncfe Ban IfeKogbb i? very 

*ick ajrain. 

An-tin Faulkner went to Stan, 
ton Saturday. 

Slierill' (liirrett ru here on 
business Tuesday. 

. Deputy SheriH', Floyd Wille, 
was bare Saturday. 

Mr*. Jerry Birch, of Clay City, 
is visiting her children here. 

Charley Hindi, of M iddletnw n, 
visited relatives here last week. 

Hob MeKoabb iponl Saturday 
nod Sunday with liLs family here. 

Mrs. ft W. sturdivant, of Me. 
Oormi.k, is in a hospital in Lex 
ington. 

Maiintrate I'rotitt went lo Stan- 
ton Mon lay to attend to county 
allaim. 

Mr. and Mrs. I'r^l Scott, of 
liHinery, went to Kexin-tou 
Thursday. 

Crops an I gardens are looking 
well Miid the rain has bol |>ed v\ 011- 



derfully. 

Connor Dalton and John Heek 
erinan were here Sunday from 
the oil field. 

Game Warden. F rank Me- 
Qoioo, went to Frankfort on 
business Friday. 

Miss ttrace Koundtree, oi Ar 
tyle, is 'visiting the family of 
Win. Ledfonl liere. 

F.verett Kalem bought a nair ! 
of mules and a wagon of Martin! 
F.ml. Price not known. 

Mi-s Annie Bow en is home for 
a month's vacation. Will resume 
teaching at some place Jul} 1st. 

Miss Bet tie Pfottt lias b##a 
engaged as principal to teach the 
Zachariah tehool in Wolfe county. 

Mr. and Mrs. Maynard hove 
less, of. Torrent, visited the fam- 
ily of Jas. M. Knal.h here lust 
week. 

Mrs. Fm (I M. (.i.nllen and little 

daughter, Carmen, of Filmoth, 

visited friends at NoOohuiok 
lad week. 

Mr ami Mrs. Alt Melntoafa ami 



i son, Charley, attended the funer- 
al of Mr. Mcintosh's mother at 
Stanton last Wednesday. 

Mr. and Mrs. Kd Kwen have 
returned after an extended visit 
with the latter's mother, Mrs. 
Wilson, of Owsley county. 

The cattle got through t h e 
right of way feme and did con 
aiderable damage to the growing 
crop of Mrs. Minnie Faulkner. 

Joe Kalem has opened up a soft 
drink stand in the old store of J. 
iA. Bowen. He sells ice cream 
and is doing a splendid luisiness. 

Caseius Bowen returned t o 
Whiteshurg last Wednesday, af 
j ter a few days visit with h< mm 
folks. Cash is a good hoy and 
has many friends here. 

Mr. and Mrs. Ancil Centers 
have returned from Middletown, 
[Ohio, .where flney were called 
owing to the serious illness of 
the infant child of Mr. and Mrs. 
Kdward Outers. The child is 
much improyod. 

Fishing is unite a trade here 13 

• 

it ace the tide, soma have caught 1 
fine bftflt, It the people would (J 

; fish accordiiiL' to law it would not I 
lie long until mir streams would 

| a fiord an abundance of fish. Mr. 
MHJuinn, our game warden, is 
making an excellent ollicer and 

, if the law a 1 > 1 1 1 i n citizens would 
see that all laws were enforced 
it would be a Better place to live. 

M. K. Rose, of Ohio, ami Mrs 
Olive Loogfcead Sullivan, daogb 
ter of Mr. ami Mrs W. B. Lnog< 
head, were married at Clay City 
\\Ydne.sdity, Judge Dauiel pre 
forming the ceremony. The\ 
were accompanied to Stanton by 
Mr. ami Mr- \V . B. Lougl 
and Mr. and Mrs. Clarence Long 
head. The party motored on to 
Clay City where the knot was 
tied. They then returned foSlade 
and after spending a few days 
here they left for Ohio, whore 
Mr. Bom is angagad in the oil 



..... 



For Your New Outfit From Head To Foot, 
Remember 

Mrs. Fannie W. Williams' Store 

On 6th Ave. Cornar 9th Street, CLAY CITY, KY. 

There you will find a line of beautiful Millinery, trimmed, or to be 
trimmed to suit your personal taste at prices very reasonable. My ready to 

girt., men 



: 



bucincta. 



Don't turner to see those Ver- 
nice Martin Br. is- Beds ami solid 
cotton Mattresses and other new 
furniture at Mrs. William*', 



wear line* are 
little folks. 

I have Suits for men in summer weight for $ I S that are very neat, and 
for little boys from $6 to $1 5. Nice Wool Felt Hats in good shades and 
makes $2.50 to 1 5. Also a good line of cheap Pants for men and boys, 
and Underwear in the favorite Union Suit and seperate Shirts and Pants. 

A splendid line of Ladies' Underwear in Net and Muslin. 

Hamburgs and Laces for trimmings. Muslin at 30 and 35 cents per 
yard; Nainsook. 35 to 65 cents. Flaxon.Voiles, Crepe DeChene, Poplins. 
Soisette etc. 

The New Rugs are pretty and also the Keler Fast Carpeting is 75 
cents per yard. Assorted patterns. 

Our line of Wall Paper is selling fine, and I don't know of any better 
way to clean up than to paper and paint. I carry the guaranteed line of 
H. & W. Paint in White and Colors Also a cheaper grade of pain than 
H. fc W. which sells for I 3.75 per gdlon. Standard Roof (Vment Paint 
and Belles Roof Paint in bulk, said to last five years. 

I have one nice Range Cook Stove without warming oven or reser- 
voir for $50. Also have the old reliable Kentucky Step Stove, and assort- 
ed sizes of Pipe. Steve Beard, Fire Protectors and good assortment of 
Heating Stoves. It's a very good time to buy them now for they may cost 
more next year. 

If you are in need of a good Farm Wagon, I can sell you an AVERY 
complete with Bed and Brk. for $125. Now is the time to buy your 
wagon. I have some good Plows, different kinds, and plenty of Garden 
Seeds, both Crossmans and I errys. B« sure to plant as many as you can 
find room for. 

We have just gotten in some pretty Footwear in the way of Pumps 
for ladies at $6 to 56.50, and White Canvas Pumps and Oxfords at S3.25. 

Now, I know you could find what you need right here at home if you 
only think so. There is no one really better to you than your I lome Mer- 



I will thank you for even a PART of your trade, and 
try to treat you right. 

Mrs. Fannie W. Williams. 



.................................................. 



FOR SALE. 

Two sows weighing about 125 
ami 900 pounds; two tdiotes that 
will wemh about 1<MI pouodf each. 

Corda Poajall, one mile south 
of Vanillin's M ill. 



Look Here! 

Don't throw away those good 
oookini ufensila. Just call on the 
Dodereigned lor a box of "Mao 
det«," which areqniokly applied, 
ami mend permantiy, < ml v •_'.» 
cents a box. K K. Harris, 
raoghn'i .Mill, Ky. 



M »»a M e»a#ia ng » M » M aaitt#i 

For 



MONUMENTS 



OF ALL KINDS 



Life, Fire and Windstorm i : 

INSURANCE 

See 

F. C. WILLS, Agent, 

1 STANTON, , KENTUCKY. 

♦+++++++++++♦ ♦♦♦♦♦+++♦+•>♦♦ 



THE UNIVERSAL CAR 



The Ford Touring Car is literally the pioneer in the solution of the Good 
Ronds problem, because three million or more in operation brought up to the 
millions o<" America the necessity of good roads if quick transportation at low 
expense was to be enjoyed. The simplicity of the Ford car, its stability in 
construction, the famous beat treated Vanadium steel with its marvelous strength 
and flexibility, the low cost of operation and maintenance, its ease in operation, 
all have made the Ford car the great favorite in every land in the world. It's 
the one car that always satisfies and serves. A utility beyond question that all 
can afford. We sell them and will be pleased tchave your order. Don't delay, 
because the demand is heavy all the time. We have almost everything in motor 
car accessories, carry the genuine Ford Tarts, and assure the* best i 
repair work. 

JOE MOUNTZ, Agt. Clay City, Ky. 
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Leak Htrt! 

I Ctn Mil you ft 160 acre tob»c- 
co farm for $6,000. Two bares, 
oris 10X80 tobacoo barn, one stock 
b»ro. House needs mmr repair 
inf. Seven acres of bottom land, 
teat new ground and MiiegraHft 
|>aatore. One-half down, balance 
it\ five years at A per cent , interest. 

Nioejy acres, 186 per acre. 
•8,000 down, balance to suit. 

One hundred and one acres, 
level. Eight room modern house, 
food ont buildings, at 9200 per 
acre. One-half down, balxrire in 
five years at !i\ and 0 per cent, 
interest, one half crops. 

Ooe hundred and six acres, 
4 acre orchard, big house and 
barn for $7,500. 

One hundred and fourteen 
acres. Good house end barn. 
$10,000, terms to suit. 

One hundred and sixty acres, 
beat stock and grain farm in Fay- 
ette county at any ways near the 
price, $180 per acre. One- half 
down, balance to suit. 

Fifty eight acres with uew 
house and barn for $4,000. 

Two hundred and seventy 
acres with good buildings. Three 
Warns on farm, $19,000. Seventy 
acres of bottom laud. 

One hundred and ten acres, 
70 acres bottom, balance upland, 
could be plowed. (Jood build- 
ings. $150 per acres. 

These are a few of the many 
we have. If you want a farm 
come up. I have lived on n farm 
Mil my life and know what I am 
selling. I will take care of you 
while you are looking them over. 



Get off the tr*(n| at Alpine and 
call me on the phone. I will come 
and yet you. Or write when you 
can come and I will meet you. 

Lay this away for future ref- 
erence. 

Warren B. Marray, 
K K. «. Onnersville, Ind. 



Farm just out side of town lim 
its on county road leading to 
Uardwick's Ureek and Furnace, 
about one hundred yards south 
east of Stanton College and de- 
pot. Has good four room cottage 
just built this spring with screen- 
ed porch. (Jood well of fine wat- 
er in por< h cemented. Barn, crib 
and all out buildings. There are 
twenty-five acres of bottom land, 
newly fenced; fourteen acre* un- 
der cultivation. Farm is well 
watered. Branch ruus through 
farm. Also fifteen acre* of tim- 
ber and woodland. Will sell and 
give possession at once or this 
fall after crop is gathered. Agood 
bargain for some one. Will sell 
as parties want to go back to 
Covington, Ky. 

Address Chas. C. Jackson, 

Box 78, Stanton, Ky. 



KlfOWLTON 

ri.*rlev Randies is very sick at 
this writing. 

The farmers are getting along 
aifltfi with their crops. 

Miss Elsie Vance was the guest 
of Miss Celia Mcintosh Thursday. 

Wm. IV Nolan has come homo 
from oil fields to spend a few 
days with home folks. 

Mrs. Bishop Creach is visiting 
her parents in Wolfe county this 
week. 

Mrs. W. W. Cooaway wa? eill< 
ed to Wolfe county to see her 
mother, who is very nek. 



Dr. Nickell, the dentist, is in 
the city practicing his profession, 
lie will be here all of this week 
and nexi; Filson all »l Ihe 
week of Juno 14; At Stanton 
Circuit Court Week. 

Farm Wanted 

0 

Wanted, to hear from owner 
of faun or good land for sale. 
Send price aud description. Fall 
delivery. L Jones, 

Box 561, Olney, III. 
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The Commonwealth 
Life Insurance Company 

Home Office Commonwealth Bldg., 106- 1 10 South 5th St.. 
Louisville, Kentucky. 

Oldest Old Line Kentucky Life Insurance 
Company 

And ita policy contract* are moat liberal and 
up to date in every reapect. Policiea issued 
in amounts ranging from a five cent weekly 
premium on children to $50,000.00. 

Full information can be obtained by address- 
ing or calling on 

J. P. Hopkins, Agent, 

McEldown ey Bldg., Winchcater, Ky. 
I w iH be in Clay City one day in every two weeka. 



Five rooniH up over lower store 
for rent to a family. For partic 



ulars call at Mrs. Fannie \V. Will- 
iams. 




Springtime is here when every- 
body needs a tonic. Let me sup- 
ply your wants in proprietary 
remedies manufactured by The 
National Remedy Co., New York 
City. 

Don't fail to keep on hand that 
bottle Japanese Oil," the fa- 
mous household necessity. 

E. F. HARRIS, 
Vaughn's Mill, Ky. 



Need Fencing 
or Wire? 

I have Woven Wire Fencing from 26 to 49 
Inches and Barb Wire too at 

PRICES YOU CAN AFFORD TO PAY. 



Oat Sowing Time is Here 

You want the seed and possibly a Disk Har- 
row to put them in. Let me Save you Money 



Hardwick & Company 

The Cash Store 

Produce Same As Cash. 



Gardening Time 

is also Here 

I have Seed Potatoes, Onion Sets and Gar- 
den Seed and they are Priced to Sell. 
Rows, Hoes. Rakes and other Farming Im- 
plements. 

Geo. S. Ware. 



Summer -Better Roads vs. Automobiles 

We are agents for the good old Hupmobile, at $1825 00. Qual- 
ity and service combined. Let us prove it to you. 
PAINTING SEASON 
We handle Bradley & Vroomans guaranteed Paint, inside and 
outside, all colors. Varnish stain in several colors. White 
and China Enamel, Porch Paint. 
FLOOR COVERING 
Grass Druggets, Matting Druggets, Proljno. Congoleum for 
halls, kitchens, and for drugget border. Fiber Carpet in the 

roll. Small Brussel Rugs. 
Kitchen Cabinets, Dressers, Rockers, Beds. Springs. Mattress- 
es, Dry Goods, Notions, Ready made Dresses for Ladies, 
Misses and children. Union Suits for men and boys. Rain Coats, 
Overalls, and a good line of Woolen Suits for men AT THE 
RIGHT PRICE. Summer Caps. Hats. 
SHOES 

Walk-over, Nunn-Bush. Queen Quality and Brown Shoes and 

Slippers for men, women and children. 
A general line of Groceries, Tin and Enamel Ware, Harness, 
Saddles, Bridles, Hardware, Oliver Chilled Plows, Wagons. Ax- 
les, Skeins, Kanawha Salt. ■ 
FERTILIZER 
Globe Blood. Bone Phospate and a Potash now in stock. 
A good supply of Wall Paper to choose from. 
We have a good many articles in Dry-goods, Ginghams, Cali- 
coes, white Goods, mens' and childrens' Underwear, mens' and 
womens' Shoes and Slippers that we are selling for considerable 
less than present whole-sale price. Get your share while they 

last. 



Yours For Service, 



Hardwick & Co., Stanton 




sal 



